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the throne, and Sophie Dorothea became the second Queen of Prussia. But what will cause her name to be remembered throughout all generations is that she was the mother of Frederick the Great was eager to wear the crown of England, she would not stoop to such a subterfuge to gain it, preferring to base her claim on the broader and surer ground of the will of the people, and the interests of the Protestant religion.
